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28 August 1957 


Dear Dan: 
Request authorization be granted to Burt to make the 


deletions, additions and corrections to his Spare Parts and 
SLOE Lists as shown on attachment hereto, 
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(Request the following changes be made to wh Lists indicated: ) 


Equipment List I, Revision B, dtd 13 May 1957 


Delete: 

List Stock Estimate 

Ttem No. Number Description Unit Cost quantity 

103 MP~30543 Capacitor, Tantalum, 10MFD, $10.10 4 
150V, GE No. 29F606 

106 MP-30344, Capacitor, LOMFD, 25V 3.50 k 
FANSTEEL No. PPLOB2gA1 

111 MP=50011 Transitor, Delco Radic 10.00 5 
No. 2N173 

Add: 

126 MP-21098 Capacitor, Tantalum, 8.80 4 
25MFD, 150V, GE No. 29F4,78 

127 MP-50038 Transistor, Delco Radio 10,00 © 5 
No. 2N278 

57 MP=55010 Diode, GERMANIUM - 1N99 1.12 12 


Nomenclature Correction - Change to Read: 


Nonenc 4 


101 MP-30522 Capacitor, Tantalum, 4.5MFD, 
50V, GE No. 29F473 
107 MP-58117 Transformer, Power, RAYCO 
No, 0-2612A, per R-W Spec 
No, 289 
ay ee 
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Equipment List IIT, Revision B, dated 13 May 1957 


Delete: 
List Stock Estimated 
Item No. Number Description Unit Cost Quantity 
103 MP-30543 Capacitor, Tantalum, 10.10 8 
10MFD, 150V, GE No. 
29F606 
106 MP={30344, Capacitor, LOMFD, 25V, 3.50 8 
FANSTEEL No. PP 10B25Al 
111 MP~50011 Transformer, Delco Radio 10.00 10 
No, 2N173 
Add 3 
126 MP~21098 Capacitor, Tantalum, 8.80 8 
25MFD, 150V, G.E. No. 
29F478 
127 MP-50038 Transistor, Delco 10,00 10 
Radio No. 2N278 
31 MP=55010 Diode, Hughes, Type 1.12 4 


1N99 
Nomenclature Correction: 
Same as above for List I Corrections 
Equipment List VI (Latest Revision) 
Add: 
7 MP-10204 Converter, Frequency- 250,00 | 3 
HEWLETT-PACKARD 525A 


(Plug-in head for MP-0211) 
10eps 10Ome 
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